[2024-05-28T06:44:42.410185Z] [info] Preparing cgroup to start isotovideo
[2024-05-28T06:44:42.410810Z] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@18.service/4226707
[2024-05-28T06:44:42.411061Z] [info] Starting isotovideo container
[2024-05-28T06:44:42.413265Z] [info] isotovideo has been started (PID: 51236)
[2024-05-28T06:44:42.414286Z] [info] 51236: WORKING 4226707
[2024-05-28T06:55:51.119492Z] [info] Uploading clone-autoinst.xml
[2024-05-28T06:55:51.166449Z] [info] Uploading clone-installedSystem.xml
[2024-05-28T06:55:51.207446Z] [info] Uploading clone-y2logs_clone.tar.bz2
[2024-05-28T06:55:51.282694Z] [info] Uploading logs-logs.tar.bz2
[2024-05-28T06:55:51.325103Z] [info] Uploading repos-y2logs.tar.bz2
[2024-05-28T06:55:51.374614Z] [info] Uploading video.webm
[2024-05-28T06:55:51.418877Z] [info] Uploading autoinst-log.txt
[2024-05-28T06:55:51.467290Z] [info] Uploading worker-log.txt
